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25 JoLy 1951 


tlEMORAMDUM FOR: Project Review Goinrnittee 


FROM; 

SUBJECT; 


Chief, Medical Staff 

Request for Budget Increase for X-Ray Equipment 


1. It is 
Budget for the 
(X-Ray) Unit. 


requested that $7,500 be added to the Medical Office 
purpose of purchasing and installing a Photo Roentgen 


2, Subject equipment will 
for processing E.O.D, physicals, 
handling of personnel. 


pernit an uninterrupted "Line” 
resulting in more expeditious 


3. Subject equipment vdll free present X-Ray equipment for 
defxnitive examine tiohs . 

U. Subject equipment will permit the Medical Office to enter 
a program of annual X-Ray ejiSiminations for CIA employees. 


JOHN R. TIETJEN^ M. D. 
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